A Bigger and Better Four-engined Plane      115
foitv miles away from the airport. As a test of the fuel
consumption, we made a longer flight on June i8th.
The ship, with seven persons aboard, remained in the
air for 6 hours 33 minutes, establishing the world
record for duration for an aeroplane with six passen-
gers. The plane was in good order and it could have
been loaded even more heavily. After this test, I
decided to make a flight to Kiev, my native city, in
order to test and demonstrate the ship in a long flight.